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Joint meeting with New York, 1960, 
115 
Report 1961, 590 
San Francisco and the Bay Area 
Report 1961, 589 
Southern 
Meeting 1960, 114-115 
Report 1961, 590-591 
Southern California 
Meeting 1961, 484 
Report 1961, 590 
Washington, D. C. Area 
Mecting 1961, 237 
Report 1961, 591 
REIFLER, Erwin, 564 
REMLEY, ALBERT L., 546 
REYNOLDs, F. “The Physician’s 
Reading,” 160-163 
REYNOLDs, LAWRENCE 
Obituary, 667 
Ricu, HELEN F. “The National Library of 
Medicine Index Mechanization Proj- 
ect,” supp. 1-96 
Rosinow, Beatrix H. “Lament for the 
Vanished Staple and Stitch,” 637-638 
Rosinson, IDA MARIAN. “Planning a Better 
Medical School Library: Panel Discus- 
sion,” 187-206 
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Rockefeller Foundation grant, 113 
Rok, JosepH H., Jr., 655 
RoceErs, FRANK B. 
Marcia C. Noyes Award, 574-575 
[National Library of Medicine]; edi- 
torial, 466 
Portrait, 576 
Roos, CHarves A. “Physicians to the Presi- 
dents, and Their Patients: A Biobib- 
liography,” 291-360 
Royal College of Obstetricians and Gynae- 
cologists Library, 625 


SALANT, ALLAN, 656 
SAWYERS, ELIZABETH J., 491 
SCHIFFMANN, GENEVIEVE NIH. “National 
Medical Bibliographies,” 411-422 
ScHMIDT, HELEN BROWN 
Biography, 472-473 
Executive Secretary's page, 472-473; 642 
Portrait, 472 
Scholarships 
New York Regional Group, 235 
SLA graduate study, 117 
SCHULLIAN, Dorotnuy M., 654 
“Adams Jewett and John Shaw Billings, 
Partners in Acquisition,” 443-449 
SEAVER, FRANCES, 655 
SEIDEL, ATHERTON 
Obituary, 667 
Seminars, 96-97; 541-542 
Committee, report 1961, 610-612 
SEWELL, WINIFRED, 49] 
Davin A., 491 
Seattle, Washington, 207-208 
T. JOHN, 98 
Short Communications to the Editor, 108- 
110; 234; 469-471; 637-639 
Siriraj Medical Library, Bangkok, 608-610 
SMITH, EVELYN ZAHIG, 655 
Snyper, HAzev H. “Library Co-operation— 
the Viewpoint of the Small Hospital 
Librarian,” 164-167 
Society of Apothecaries 
Faculty of the History of Medicine, 211 
Space Flight 
From the mountains to the moon 
(Lewis) 212-217 
Special Libraries Association 
Officers 1961 /62, 651-652 
Scholarships for graduate study, 117 
SPENCER, FREDERICK J. “A Bibliography of 
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the History of Medicine Available in 
Paperbacks,” 72-82 
Subcommittees 
Reports 1961 
Certification, 592-593 
Curriculum, 593 
Internship, 593 
Recruitment, 593-594 
Subject Headings 
Control of medical literature; quan- 
daries and queries (Ebert) 42-50 
Readers’ impressions (Darling) 58-62 
Subject organization—can we afford per- 
fection? (Truelson) 91-93 
Suncoast Medical Library Group, 486 
SUTHERLAND, F. M., 98 


Taccart, Ross E. “Anatomy in the Service 
of Art,” 173-177 
TAtne, SEyMourR I. “The National Library 
of Medicine Index Mechanization 
Project,” supp. 1-96 
Thorax 
Bibliographical aids in thoracic medi- 
cine and surgery (Bishop) 168-172 
TitLey, JOAN, 245 
Transfusion, 122 
Translations 
Russian scientific translation program 
1961, 487-488; 553-554 
Scientific translation program, NLM, 649 
TRUELSON, STANLEY D., Jr. [Exchange ac- 
knowledgments; communication to 
the editor] 638-639 
“Needed: Curriculum Reform”; edito- 
rial, 635-636 
Review, 662-663 
“Subject Organization—Can We Afford 
Perfection?” 91-93 


UNESCO 
U. S. National commission, 606 
Union List of Serials 
Joint committee, 605 
U. S. Civil War 
War and its aftermath—some medical 
aspects (Parker) 100-101 
U. S. National Commission for UNESCO, 
606 
U. S. Presidents 
Physicians and health (Roos) 291-360 


INDEX TO VOLUME 49, 1961 


United States Book Exchange, Inc., 571 
Report 1961, 605-606 
University of California, Los Angeles 
Biomedical Library internship, 118 
University of Chicago 
Graduate library school annual confer- 
ence, 240-241 
University of Kentucky 
Medical Center Library, dedication, 116 
Harvey and Servetus collections, 116- 
117 
University of North Carolina 
School of Library Science fellowships, 
238 
University of Pittsburgh 
Graduate School of Public Health Li- 
brary 
Wilson G. Smillie Collection, 649 
“Useless Information”; editorial, 224-225 


VATSHAUG, Toros, 491 
Veterans Administration 
Basic list of books and journals for 
medical libraries, 490 
Libraries, meeting 1961, 568 
Standards of performance in hospital 
libraries (Clopine) 517-519 
VoLWILer, WADE, 564 


WALKER, Mrs. Part, 246 

WASHBURN, DONALD A., 654 

Wellcome Historical Medical Library, 99 

World Medical Periodicals, 118 

WILtey, Nancy Boyp. “International Con- 
gress for the History of Medicine, 
Athens,” 109-110 

WILLISTON, JUDITH, 655 

“Winnowings” (Beatty) 102-105; 218-223; 
457-465; 629-633 

Withrow, Betty ANN, 656 

Wirtrrup, RIcHARD D., Review, 660-661 

Workshops, 97; 541-542 

Committee, report 1961, 612 
Wricur, Marjory H., 246 


Yale Medical Library 
Disappearance of unbound journals 
(Brown and Kilgour) 68-71 
Yale University School of Medicine Ses- 
quicentennial, 116 
Yasuur, GEorcE L., 655 


XV1 
q 
5 
5 
q 
q 
| 
4 : 


